Sanitized Copy Approved for Release 2010/12/08 : CIA-RDP57-0001 1A001000130071-4 

-TIPI 

{ J • . 


Cy ^Aof A. 


16 May 1956 

MJWOMWDUM FOR: Chief , Heal Setate & Construction Division 

FROM: PCS/DCI 

SUBJECT: Ksqasst for Busier Installation 


1. It is requested that a buzser system be installed between 

the Message Center, Boon and the Operations Center, Rooa 5^0. 

This s ye ter Is to be one-way only with the button in the Message 
Center Roosi and the barter located in the Operations Center. 

2. The system will allow the Message Center to infora the 
Operations Center of the arrival of traffic. 


CFWihps (16 May 1956) 


Di8t: Orig & 1 - addressee 
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